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DIRECTORATE OF SCIENCE AND TECHNOLOGY 


GENERAL NOTICE NO, 12 


. 5 May 1964 


Mr. Robert M. Chapman is appointed Acting 
Assistant Director for Research and Development, effective 
4 May 1964, Effective the same date, he will also serve 
as the Acting DD/S&T Representative to the Agency Research 


and Development Board. 
” 25X9A5 


ALBERT D, WHEELON 
Deputy Director 
for 
Science and Technology 
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